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«OC-Ei)l(RE-13. -- EXf>£RIffit,TATIO« ON HUMAN SUBJECTS FOR IffTEUICEWCE PURPOSES 


A -^ applicabili ty 

M “t«ion P ia condJctcd'by^^orb'C'rorrDorintclHtepcr' 5 ” '“ Cl1 exi> ' rt ' 

B. EXPLANAT IO N OF UNDEFI NED TERMS 

Hy ‘“voInb7'bT5^-^jcctI h tL[“a“t'*posr!.Kh subject, to jh''”* ?£ t£, ‘ 

wbicb/.uch subjects Jre .rdtoertl^T^ SMl/lft,?* “ 

2. Experimental ion is conducted nr hr-half a ^ « , 
ponent if it is conducted under contracTlioTh7f m « 0D lntelli *«ce coa- 
cooponent for the benef it of the inteH Lenc^cLilTT ° r to anot ^r DoD 
such a component re,.rdle.. of the* ^.SJSfip?' 

such person is^Mnftfd^tstcK person 1 incll ' deS any person whether or not 
C. PROCEDURES 

. ^ Expe r ime a ta t i on on human sufnurtK rrtnHiirt«< ^ 

subieii ?CnCe C ° Dp ° Dent be undertaken only with the 1 f of a d f od 

K'Smin t* "^■ Cflc ^ n ^>«i'tfc,. 8u idei Wle .s.assu«d by the DctlrtmZ, 

$£?s*issi* «<%«-».iu Ms .u»t «fe*»,4 tLluah^ris:^- 

«t«i ^itaii'SbjicSTuKir *; « «“«« *« «*«*- 

fr, of Defense , or the Secret „ E LcreJS™ " Scc «- 

” appropriate, y cretary of a Military Department, 
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